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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 16453 130052Z 
ACTION OES-09 

INFO OCT-01 EA-12 ISO-OO ACDA-12 CIAE-00 INR-10 10-14 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 PM-05 SAS-02 /108 W 

097399 140649Z/17 

R 13005 1Z SEP 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 1 143 
INFO DOE GERMANTOWN MD 
DOE WASHDC 

UNCLAS TOKYO 16453 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: (1) GOJ PERSONNEL CHANGE, (2) ONAGAWA POWER 
STATION 

STATE PASS TO NRC FOR J.LAFLEUR 

1 . ON SEPT. 1 1 , MR. EIICHI TSUJI WAS APPOINTED AS DIRECTOR 
OF NSB'S NUCLEAR SAFETY DIVISION. HE PREVIOUSLY HEADED 
INSPECTION AND MEASUREMENT DIVISION OF TRANSPORT MINISTRY'S 
SHIPS BUREAU. TSUJI SUCCEEDED HIROYUKI NAKATO WHO WAS 
APPOINTED AS DIRECTOR GENERAL OF TRANSPORT MINISTRY'S 
SHIKOKU REGIONAL SHIPPING BUREAU. 

2. TOHOKU EPCO PRESIDENT WAKABAYASHI TOLD PRESS ON 
SEPT. 8 THAT TOHOKU PLANS TO START CONSTRUCTION OF 
ONAGAWA NUCLEAR POWER STATION (524 MWE BWR) IN DECEMBER. 

HE INDICATED THAT SAFETY AGREEMENTS WILL SOON BE CONCLUDED 
WITH LOCAL GOVERNMENTS SINCE UNDERSTANDING HAS BEEN REACHED 
ON BASIC POINTS. CONCLUSION OF SAFETY AGREEMENTS WILL BE 
FOLLOWED BY NEGOTIATIONS ON COMPENSATION TO FISHERMEN. 

MANSFIELD 
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